DART AEROSPACE LTD 
Work Order: 


Description: Wearplate 
Part Number: 
D3512-1 


inspection Dwg: D3512 
Rev: E 
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INSPECTION SHEET 


Drawing 


Dimension 
Tolerance 
Actual 


Dimension 
Accept 
Reject 
Method of 
Inspection 
Comments 


0.300 
+/-0.010 


0.300 
+/-0.010 
- 


1.24 
+/-0.030 


2.34 
+/-0.030 


12.605 
+/-0.010 


14.22 
+/-0.030 


0.063 
+/-0.010 
2.615 
+/-0.010 


3.63 
+/-0.030 


Measured by: 
Checked by: 
QC Inspector: 


Date: 
Date: 
Date: 


Engineering Approval: 
(If necessary) 
Date: 


Rev 
Date 
Change 
Revised by 
Approved 
A 
07.04.02 
New Issue 
KJ/JLM 
B 
08.01.16 
Dimensions updated per Dwg Rev C 
KJ/EC/DD 
C 
14.04.28 
Dwg Rev updated 
KJ 
D 
16.02.19 
Dimensions updated per Dwg Rev D 
KJ . 
E 
19.12.31 
Dwg Rev and dimensions updated 
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